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NO. S-75-06-3^ 


SPECIAL ORDINANCE NO. S- A/iS ‘ 

AN ORDINANCE approving a contract with ALL PHASE 
ELECTRIC for wire for street lighting projects 

BE IT ORDAINED BY THE COMMON COUNCIL OF THE CITY OF FORT 


/AYNE, INDIANA: 

SECTION 1. That the contract dated June 5, 1975, between the City 

f Fort Wayne, by and through its Mayor and the Board of Public Works and 

lLL PHASE ELECTRIC, for: 

0,000' - #4-1/0-600 V Aluminum XLP Color 

Black Wire $2,800.00 

.11 as more particularly set forth on CITY UTILITIES PURCHASE ORDER NO. 6830 

vhich is by reference incorporated herein, made a part hereof and is hereby in 


things ratified, confirmed and approved. 

SECTION 2. This Ordinance shall be in full force and effect from 



APPROVED AS TO FORM 
AND LK«HTY^__^a. 












Read the first time in full and on motion by 


, seconded by 

9 a nd duly adopted, read the second time by title and referred 
to the Committee on (an4-#t e City -PI an 


CgBMiswm^^ j imddWTi c~ - beireTd'af ter r due legal notice, 

at dbe-Xowi€-i4--efraTnfe^^ - - ... , 

-the -- "G ~5T~CT .. .. .. ,197 , a t —- - 


Date: */S • 

Read the third time in full and on motion by__ 
seconded by , and duly adopted, placed on its passage. 

Passed (test) by the following vote: 

AYES NAYS ABSTAINED 



TOTAL VOTES 


BURNS 


HINGA 




KRAUS 


MOSES 

IP 

NUCKOLS 


SCHMIDT, D„ 


SCHMIDT, V. 


STIER 


TALAR1C0 



□ 


AbOtIM I 

m 


DATE: 




ssferr : 8i5s#f:3-» 


Passed and adopted by the Common Council of the City 
as (Zc m 1 na-Map 4—Ifiane ra!) ..L AnnexsAUn ) (Special) (- Apprep H- 
(Rp&e+tttfon s No., 7-> ’ o n the__ „da y js*\ 



day of 


/TI 


;9/ S " 9 at tne hour t-f c dock 
















































































Bill No. S-75-06-52 


REPORT OF THE COMMITTEE ON CITY UTILITIES 

Wa, your Committee on _ City Utilities _to w hom was referred an Ordinance 

Approving a contract with ALL PHASE ELECTRIC for wire for street lighting 
proj ects 


have had said Ordinance under 
Council that said Ordinane-: 

Paul M. Burns 

Donald J. Schmidt - Vice - Chairman 
Win field C. Moses, Jr. 

William T. Hinga 





Eugene Kraus, Jr. 



MjfWYrPfATTER OFRECORD 

date2^A_ CHA r L es w. v/estrman, city clerk 
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CITY UTILITIES 

DEPARTMENT OF PURCHASES 
ROOM 950 CITY-COUNTY BUILDING 
NUMBER ONE EAST MAIN SJREET 
FORT WAYNE , INDIANA 46802 
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GENERAL ACCOUNTING 
4th FLOOR CITY-COUNTY BUILDING 
NUMBER ONE EAST MAIN STREET 
FORT WAYNE, INDIANA 46802 

INVOICE IN DUPLICATE, INCLUDING 
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INDIANA STATE BOARD OF ACCOUNTS 
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.NOTE: TERMS Of PAYMENT MUST BE SHOWN ON FACE OF INVOICE. OTHERWISE A^2% CASH' SCQUNT AVI! 
























TITLE OF ORDINANCE: 




Special Ordinance #3781 


Board of Public Works 


DEPARTMENT REQUESTING ORDINANCE: 

SYNOPSIS OF ORDINANCE: Ordinance covers the proposed purchase of wire to be used 
in street lighting projects requiring direct burial, Purchase Order 6830 to 

A11 Phase Electric. 


EFFECl OF PASSAGE: Materials needed for special lighting projects. 


EFFECl OF NON-PASSAGE: Unable to supply Street Lighting Department with 

materials needed for special lighting projects. 


MONEY INVOLVED (Direct Costs, Expenditures, Savings): City Utilities of $2,800. 00 


ASSIGNED TO COMMITTEE (J.N.): 






























